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bounds of Barset. And was it not "Barcheater Towers"?
and towers are a feature much more conspicuous at Wells
than at Winchester. And did not the general idea of Hiram's
Hospital come from Wells, where a foundation for wool-
combers with a becoming inscription is Still to be seen?
But no; Barset was Somerset, but BarcheSter was Win-
chester, not Wells. He had not even taken any ideas from
Wells; he had never heard of the Wells woolcombers.1
1 Macmillan's Magazine, January 1883,